Starter Plan: £20 Setup Fee (£5 Every Three Months) 
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AFFORDABLE S RELIABLE UK HOSTING 

15GB Bandwidth 
5 Email Accounts 
1 mySQL Database 
Monthly Backups 
Wordpress + Other Scripts 


Professional Plan: £20 Setup Fee (£7.50 Every Three Months) 

15GB Storage 

60GB Bandwidth 

Unlimited Email Accounts 

10 mySQL Databases 

Weekly Backups 

Wordpress + Other Scripts 


Business Plan: £20 Setup Fee (£10 Every Three Months) 

100GB Storage 

500GB Bandwidth 

Unlimited Email Accounts 

Unlimited Sub Domains 

Unlimited MySQL Databases 

Daily Backups 

Wordpress + Other Scripts 

Free SEO (Search Engine Optimization) 

£75 Google Adwords Voucher 


